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wards, thofe backwards croffing each others Shoulder, 
like two perfons fide to fide : There is but one Navel, 
two Matrix's, two Fundaments, two pair of Hips, four 
Legs : They had gone the full time, having Hair on rheir 
Head?, and Nails on their Fingers and Toes. The Mid- 
wife fells me they were alive _within lefs than half an 
hour before Delivered : They look very clear and well. 
The Children are near ** inches long, and by reafon of 
their being joyned, are about 7 inches over. 



VHI. AnAccount of Dr EhmV Treatife of St George** 
!Batk h) Landeck, in the Lord/hip of Glats near 
Silefia. 

P. 8. TJE gives an account of this Water, that it fills 
t~*l aBafinof 21 Foot long, 10 broad, and 5 
foot deep, every 4 hours* 

10. The Smell is a little fulphureous, efpecially at a 
diftance. The Tafte a little fulphureous and faline, but 
not at all fubacid. 

11. The Heat is but temperate in Summer, in Winter 

much greater. 

There was Gall in Powder put to the Water, but it 
did not turn black. 

14. 01. Tartar, p. Deliquium, Spiritus Salk Armoniael^ 
and many Mineral Acid Spirits mixt with it, made no 
Alteration - nor did the Solution of fine Silver in Jq„ 
fart, make any Change or Precipitation. 

17. The Bath- Water is conveyed into a Copper, where 
it is made to feeth by Artificial Heat, and is afterwards 
brought into the common Baths to encreafe the Heat as 
the particular Cafes require- 
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a. He afcribes much virtue to- a fort of earthy fat, 
contained in the Water. (At this I much wonder, tor 
he feems only to defcribe a Clay or fort of Fullers 
Earth, that holds very little Medical Virtue.) 

He fuppofes alfo a Sulphur and l^itre^ to be concealed 
in the Water, (but it does not appear in his Examen Chy- 
micum) by which Ulcers are heal'd, Coagulations are 
diffolved, relax'd Nerves are ftrengthened, Scabs and Le- 
prous Affeftions cured, &c* 

The following Chapters give a more particular account 
of the feveral Diftempers for which thefe Bathings arc 
ufed $ as alfo Cautions in what Cafes to forbear the ufe 
of Bathing* 

The warmth of thefe Waters feems not to exceed the 
tepid Heat of Brijiol Well. 

It feems ftrange that they have not Courage enough to 
try the virtue of thefe Waters internally ; efpecially fince 
the Contents of thefe Waters are very few, if any, that 
are grofs or fixt : The Tafte is fcarce differing from pure 
Limpid Water ; and what is more ftrange, in his Expe- 
riment with the Solution of Silver, he fays, they diico- 
ver'd no precipitation or perturbation ok the Waters, 
whereas we know fcarce any Water (except Rain Wa- 
ter) that does not fuffer a Change by this Solution, when 
mixt with it. 



LONDON: Printed for Sam. Smith and Ben). WaL 
ford, Printers to the Royal Society, at the Princes Arms 
in St Paul's Church-yard. 

ERRATA. 

PHilof. Ttinfta.NumK 305;. p 8 ?. 5:11, line 9. fotjW/read **jl* p, iu^ 
1. 1 1. *ftei the Word Ground sdd above* p. aa 14- I. 7 . %f ei the word Ind 
thle and* Fhitof. Tfanfaft. Numb, 306 p. 42-25. J, tf„ for John j» Thorn*;* item 
g* 1*26* 1* 3 s for Jtk* f» Ihime* 



